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SAKU23067 
Cora - ^L-of 3 
6 January 1958 


MEMORANDUM FOR: Chief, Supplemental Pro grama Division, OC 


ATTBHTIGN t 


SUBJECT * Field Engineering Services for System 2 for Period 

1 January 1958 - 30 June 1958, Contract Ho. A-103, 
Ramo-Woold ridge 


1. Attached is copy 2 of end, #3, SAPC-22976 (CHCC Doc. Ho. 
1132X5.187) regarding the subject services. It is our understanding 
that the company has sufficient funds remaining to cover this 
proposal. These funds ($25,000) were requested in Item 1(b) of our 
SA PC-19072 and referenced in your Memo SPM 7-211 dated 14 October 
1957. 


2. Since only a small amount of service will be involved 
during the remainder of the fiscal year, and also the fact that 
action has been initiated to fund this requirement, we will handle 
this requirement through 30 June 1958, It is understood that you 
will make arrangements with P0/0L to effect contract coverage for the 
period beg inning 1 July 1958 for this service if required, 

3. Please advise if the scope of work as proposed is 
acceptable. 
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Project Contracting 
Officer 


Distribution: 
Orig - 


]- SPD/0C w/cy 2 of Enel 3 of SAPC-22976 


y2 - A-103 - Proposal Sec. w/cy 1 of Enel 3 of SAPC-22976 
- 3 - Proj. Chrono 


(1/6/58) 
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PROPOSAL FOR FIELD ENGINEERING SERVICES '^yj - - ' j 


For the Period of 1 January 1958 to 30 June 1958 


EXHIBIT D 


Item 1 . Ov erseas Resident Field Engineering Services, System 2, 
Modification of Inlxed Equipment, Requirement 2. 

a. Field engineering services will be required to modify the 
System 2 fixed equipment at two overseas locations. A short 
training period will be required to instruct customer personnel 
in the operation of the equipment. 

b. This may not represent the total costs for the modifications 
to* the overseas base stations. Some work may extend into the 
next proposal period. 

c. Man Months, Technician: 

Man Months 
3 


d. Total Estimated Funding Required 
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